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DAMPER SERVICE 

Maximum Ratings, Design-Maximum Values: 

For operation m a 525-line, 50-frame system 


Peak Inverse Plate Voltage b . 5500 volts 

Peak Plate Current. 1000 ma 

DC Plate Current. 175 ma 

Plate Dissipation. 6 watts 

Characteristics, Instantaneous Value: 

Tube Voltage Drop for plate ma = 250 . f>2 volts 


a Socket terminals 1, 2, 4, and 6 should not be used as tie points. 

b This rating is applicable when the duty cycle of the voltage pulse 
does not exceed 15 per cent of one horizontal scanning cycle. In a 
525-line, 3 0-frame system, 15 per cent of one horizontal scanning 
cycle is 10 microseconds. 
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